Questions, FBI: 


■Then the FBI Report says the bullet that hit the President in the beck did not 
go through the body, how can its agent, '-'razier, testify that it did* 1 (R105) 

Was the bullet, Exhibit 399, traced to its alleged source in the hospital, as thBt 
the FBI knew who had the bullet in his possession end at what times* Did the 
FBI kn<bw, or did it even seek to learn, who wifled this bullet clean .and why* Why 
did not the FBI examine the traces of natter in the groves of this bullet to learn 
whether or not they were human traces* Can the FBI, or 4i could it have, declare 
from these residues that this bullet was in the body of the President, in the body 
of the governor, or in the bodies of both* Is it not routine for such residues to 
be stidied and identified* (p. 162) 

When the FBI made spectro graphic analysis of the bullet. Exhibit 399, and all the 
fragments of bullets, why did the FBI Agent Frazier testify of these fragments and 
the bullet only that spectrographic analysis showed only that they were of lead* ) P/164 ) 

Whay does the FBI Report say that only three bullets were fired, that two of these 
hit the President and one hit the governor, when it knew od the curbstone hit end 
based on the FBI's own report to the Commission, even the Commission conceded this 
hit was from an additional bullet* Why does the FBI Report not account for the 
wound in the front of the President's neck, when it says that the bullet that hit 
him in the back did not go through his body* Does not this FBI report to the 
Com ission, by not accounting for the missed shot or the front-neck injury, sccoun 
for two bullets in addition to the three it said were iiredf 


